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ACTION OC-06 

INFO OCT-01 EA-06 ADP-00 CCO-OO OCL-OO SY-10 /023 W 

067922 

R 280125Z AU 73 
FM AMEMBASSY SAIGON 
TO SECSTATE WASHDC 6468 
INFO AMEMBASSY MANILA 

CONFIDENTIAL SAIGON 15477 

E.O. 11652: GDS 
TAGS: ACOM 

SUB J : SAIGON TCU SHIELDED ENCLOSURE DOOR 

REF: CA-3675, AUG 6,71 

DEPT FOR OC/S, MANILA FOR ATO AND RCO 

1. RAY PROOF CORP, ELECTROMATIC DOOR SYSTEM INFORMATION. 

A. CYCLE COUNT: 300865 

B. LATCHING MECHANISM SERIAL NUMBER: TYPE 707, SN LA-229 

C. OPERATOR SN (DOOR OPENER): TYPE OP, SN OP-217, RIGHT 
HAND TYPE. 

D. DOOR SN: TYPE RCM-85G, SN DR-21 1 

2. SYMPTOMS OF PROBLEM: NEW OVERHEAD DOOR OPENER WHICH WAS 
INSTALLED ON JUNE 21, 73 HAS DEVELOPED SAME PROBLEM AS PREVIOUS 
ONE. THAT IS, THE MAIN ROTATING SHAFT WHICH OPENS AND CLOSES THE 
DOOR HAS DEVELOPED A SLIGHT HYDRAULIC FLUID LEAK AROUND THE SEAL. 
IT IS LEAKING AT THE RATE OF ONE OR TWO DROPS A DAY. THIS LEAK WILL 
EVENTUALLY CAUSE ERRATIC DOOR OPERATION AND MAKE DOOR OPENER 
ADJUSTMENTS INEFFECTIVE. 

3. IN VIEW TIME REQUIRED TO GET DOOR OPENER ON SITE, REQUEST 
REPLACEMENT OPENER BE PROCURED AND SHIPPED SAIGON. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973SAIGON15477 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 

Executive Order: GS MARTIN 

Errors: n/a 

Film Number: n/a 

From: SAIGON 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730867/aaaajwla.tel 

Line Count: 66 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: CA-3675, AUG 6, 71 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Dec-2001 by shawdg>; APPROVED <28-Dec-2001 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980310 

Subject: SAIGON TCU SHIELDED ENCLOSURE DOOR 

TAGS: ACOM, VS, ACOM 

To: STATE 

Type: TE 
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